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I THIS DOCUMENT CONTAINS INFORMATION AFFECTING THE N ATIO N AL DE FE N SE I 
OF THE UNITED STATES WITHIN THE MEANING OF THE ESPIONAGE ACT 50 I 
S. C.. 3 J AND 32. AS AMENDED. ITS TRANSMISSION OR THE REVELATION | 
OF ITS CONTENTS IN ANY MANNER TO AN UNAUTHORIZED PERSON IS PRO- 
HIBITED BY LAW. REPRODUCTION OF THIS FORM IS PROHIBITED. HOW- 
EVER. INFORMATION CONTAINED IN BODY OF THE FORM MAY BE UTILIZED | 
AS DEEMED NECESSARY BY THE RECEIVING AGENCY,, 


"THIS IS UNEVALUATED INFORMATION FOR THE RESEARCH 
USE OF TRAINED INTELLIGENCE ANALYSTS 
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In March 1943 , 250 tons of carbon uera ffijffitc fred to Bltterfelil f or g raphitl -* 
zation, not poaWHTttie necessary equipment. Bitter- 
feld retains 10 0 tons oer month and returns the remainder to SHemeaa-Planla 


for machining. 
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In May 1948, an order was received from Czechoslovakia for 600 tons of graphite 
electrodes. The nipples were to be made of H Rh” graphite, which is not yet pos- 
sible because of the shortage of equipment. The order is to be finished in one 
year. 50X1 -HUM 


I Comment s It seems fidrly clear that If the USSR wants special graphite 

In quantity.. It will be obtained from BItterfeld and not from Siemens-Plan ia.) 


A new Soviet general manager called Gorkovenko has been appointed, 
previously director of SAG Pribol in Leipzig. 


He was 


4 . Lindner, the German business manager, has suddenly been replaced by Director 
Spongier. 

5* The commission from the Soviet Ministry for Buntmetall Industry has not yet 

left. It is still studying methods of testing materials, and has made a study 
of graphitization at Bitterfeld. 


6 . The commission from the Ministry of Aircraft Industry, t^ilch had been at the 
> demens-Plania plant for about a year and a half, has left* 


Comment : As of June 1948 there were still no signs that Siemens- 50X1 -HUM 
Flanla was being evacuated to the USSR.) f / 
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